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Identification Data 


slrvi?ing 5 ffcll?ties PO ' 1nt l0Cati0n of the frel S ht yards and engine- 

1. A double-track railroad line which led 18 km north to Moscow. 

2. The Biryulevo (N 55-35, E 37-39) area. 

3. A single-tracked railroad line with a sand bed. This line 
^wa^s^seMom^us ed* , lt led to a gas a nd coke plant. 


□ 


4. Moscow River. 
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5< 

6 . 

7. 


Moscow . 

Paveltsky station and railroad depot. 

f r ® lght yards and engine-servicing facilities. 
(For detailed information see page £«) 


Site Layout 
2. See page 6 for a 


See page 6 for a sketch of the Biryulevo freight yards and 

engine-servicing' facilities with the following; ® yaras ana 
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A wooden building, 35x25*5®, with a tin-covered, low gable roof. 
This building was located about 400® from the passenger rail- 
road station (Point 3) and was used as a theater and dance-hall 
for railroad workers. 


25X1 


2. Eight to twelve three-story stone buildings located about 20m 
fro® the railroad tracks. These buildings were used as living 
quarters for railroad workers. 


3. The passenger railroad station, built of stone, 15x10x6m, 
which contained a waiting room, restaurant, and offices. 


4. A wooden passenger ramp, 8® wide and 150® long. A ticket office 
was located on this ramp . 20 to 25 passenger trains stopped 

here during a 24-hour period; these trains consisted of about 
six cars. All passenger trains were electrically Operated with 
power obtained from an overhead line. The routes of these 
trains were Moscow to Domodedovo (N 55-29, E 37-42) and return 

4 to Rastorguyevo (N 55-33, E 3741 ) atid Keturwl iNo ^ 
freight trains. stopped at this ramp. 


5. A small settlement which waB part of Biryulevo . 

6. ^ si ngle-li ne railroad track which was under repair ([ 

■ L in fall 1949- ' ~~ 

7 • A fenced area, 40x20m •. The fence wk# made 1 fOf^-woodMfiind 

was l£m high. Ice for refrigerator cars was made in this area. 
The process for making the ice was done in the following manners 
A snow bank; about 25cm high was built within the fenced area, 
this area was then flooded with water. After the water was 
frozen by natural means, e.g., winter weather, another snow 
bank was built on top of the ice and the same process was re- 
peated. This process continued until the ice reached a height 
of four to five meters . When the freezing process was completed, 
the ice Was entirely covered ifith sawdust to prevent melting 
in the summer . 


8, A Wooden barrack, 20-22x9x4m, with a tar paper- covered, gable- 
type rodf. This barrack was ^sed as living quarters for the 
single railroad workers. The barracks had four two-room apart- 
ments, each of which housed 12 to 15 persons. 

9. A barrack. (Same details as in Point 8, except that the roof 
was made of tile.) 

10* A barrack. (Same details as in Point 9.) 

11. A barrack- (Same details as in Point 9.) 

12. A barrack- (Same details as in Point 9.) 


13. _A wooden barrack, 20-22x9x4m, with a tile-covered, gable- type 

roof. This barrack was used as living quarters for the families 
of railroad workers. It consisted of four three-room apartments 
each or wfcieh was occupied by one or two families. 

14. A barrack. (Same details as in Point 13.) 

15. A single- tracked railroad spur. 
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17. 


28 . 


A s tone building* 16x7x4m, with si tar paper -covered* low cable- 

T s« u ;“ in f ” as used aB a US’SCL 

L There were two compressors in this building* one 

® Si! one-cylinder-type and the other was a new two-cylinder- 
4^*? new com P r essor was seldom used because it overheated 
y 'Th^ S buUdlne als ° 3o„fSi“ r °S^K atea 

person «nricp^i ? e . persotlB were assigned to the compressors; each 
person worked 12 hours on and was off for 24 hours. Eight or 
nine persons worked in the brake shop. n °urs. *ignt or 

A metal tank, lOm iong and 2 -2 ,2m in -diameter. This tank held com. 
?Point d l6K Whl ° h WSS US6d ln connectlon with the compressors 

A wooden building, 7x5x3ra, with a tar paper- covered low gable- 


3.9. A wooden ramp, 10-12m widel I Trains stonned at 

tS i 12 r S fr» Vl , 8Ua i, and “ inor servicing chicks. The^were 10 

T/nree shirts with two crews to each shift, 
over a ivi hmn- ni,i,r.L. r-— ° t ra * ns stopped a t this ramp for checks 

■m,Sp5 


20 . 


21 . 


22 . 


23, 


24. 


25. 


A wooden passenger ramp, 8m wide and 150m long. This ramo was 

eSd U of this a r^n f Ted the . ra ?P ( p ° lnt 4 )* Stafrs at the northern 
is ramp led up to the overhead passenger ramp (Point 24) 

A st one b ui Id i ng * 7 x5x4m * — 

from ££ tracks and signal lights were operated 

£2 SSS SSwSl: 8 " al ” rallroad “» operate* only 

ral i r °f d station, 15x8x4ra, stone, with a gable-type 
roof. This station contained offices and a waiting room There 

JelnSn °L£ Ve °‘ h * r bu i ldl »e» ln thl. 

a canteen, barber shop, and barracks for the railroad workers 

small shackrwMrh eteI>S SOU ! h ° f this statlon ' there were some 
ITloo f: toll, aS tills ^ rallroad workers for ^he storage 

Th ® ! ast Wins of thls Gliding was one 
floor wafused 1 ^^?/? 31 ^ wln ® was two stories high. The Second 
hrjiid-*^ d f ^ 1 ! ving garters by railroad workers; this 

building had a g abled roof. Other dimensional data is on 
| | sketch. 

An overhead passenger ramp built of reinforced concrete It was 
a!?£ ee w lde, eight meters high, and 250m long The ea3t 

was wood-coveredf ^ ^ h&d StairS; the alsle op the ram P 


A wooden building, 7x6x3m, with a tar paper-covered* gable- type 
decking c?e£s S US6d an &n ° ffice for the rallr ° a <3 

26 * the h storage r of r iLd £nd lr ? ad Carj used by rallr *oad workers for 
^ne storage or wood and minor repair parts. 
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27. A brick building, 13x8x4m, with a tlnAeovered, gable-type roof. 

This building contained a small repair shop for the repair of 
railroad car bearings, a shower room, and a central heating 
station which heated the repair depot (Point 28) . The section 
of the building which contained the heating station was eight 
meters high. 

28. The repair depot, built of red brick, eight, metei 1 ®- 1 high 1 from 

the ground to the beginning of the roof . The roof was i|t8r 
paper-covered, curved roof. The height of the building from 
ground level to the top of the roof at the center was 12 m. 

(Other dimensional data is given on the[ Isketch.) There ?5X1 

were two railroad lines in this repair dgpot; each track could 
accommodate four large or five small passenger railroad cars. 

Only passenger cars were repaired here. The north wing of the 
repair depot contained offices and repair shops such as an elec- 
trical shop, a blacksmith shop, a machine shop, etc. This re- 
pair depot employed 60 to 70 persons and operated on one eight- 
hour shift. 

*#■ 

29. A small storage shack. 

30. A carpenter shop, 12x6x4m, built of wood, with a tar paper- 
covered,, gable-type roof . 

31 . A turntable / I 

^ 25X1 

32. Railroad tracks six or seven standing tracks. 

33* A brick garage with a tar paper-covered curved-type roof. This 
garage had acco mmodations for six or se ven locomo tives. 

1 "" '1 . . - 1 25X1 


3. 


The freight yards and engine-servicing facilities covered an area of 
about two kilometers in length and 250m in width; it contained from 
20 to 25 sets of tracks. This area was 18 km south of Moscow. In 
addition to the tracks leading between Moscow and Kursk (N 51-42, 
36-12) and to the gas and coke plants, there was only one double 
railroad line entering and leaving the area which was used by both 
passenger and freight trains. The northern section of the area had 

a water station^ a nd large coal piles J 

I rthere was a labor force of 


200 persons fpr the entire freight yards and the engine-servicing 
facilities. Some of the locomotives repaired in the yards were 
FD_ (Felix Dzerahlnskiy) , Kukushka, and E for Emochka) . 7 
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